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Message Text 

CONFIDENTIAL 

PAGE 01 NAIROB 08099 301528Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO OC-06 CCO-OO /022 W 

013577 301708Z/46 

R 301026Z MAY 78 
FM AMEMBASSY NAIROBI 
TO SECSTATE WASHDC 7755 

CONFIDENTIAL NAIROBI 8099 

FOR A/SY/OPS/T AND OC/S 

E. O. 11652: GDS 
TAGS: ASEC 

SUBJECT: LUSAKA CCC ALARM INSTALLATION 

REF: STATE 133192 

1 . JOINT INSTALLATION WILL REQUIRE LESS MATERIAL. THE 
TOTAL QUANTITY OF THE TWO ASR'S COMBINED MAY BE REDUCED 
BY: 10 LENGTHS 1/2" EMT, 10 EACH 1/2" 5123 EMT CON- 
NECTORS, 20 EACH 1/2” 5120 EMT COUPLINGS, AND 20 EACH 

1/2" 4159 EMT STRAPS. 

2. ALARM CABLE FROM CCC TO MSG BOOTH WILL BE INSTALLED 
PER PARAGRAPH 7.3.3 OF DTS/IS-1. 

3. WE HAVE NOT RECEIVED DC APPROVAL OF C&R PORTION OF 
INSTALLATION. WHEN MAY WE EXPECT IT? 

BLANE 


CONFIDENTIAL 
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